CORRECT N DBS GN, CONTROL AND CONSTRUCT ON
Hind-Griffiths Furnaces are noted for their unfailing reliability. They are correct in design, control and construction. That is why many famous firms say "Make it another Hind-Griffiths.'*
HIND-GRIFFITHS   FURNACES   LTD.,
Dept.    lp    Rolfe    Street,    SMETHWICK   40,    Staffs.
Telephone: SMEthwick 1074-1741                Telegrams: Hi-Grade   Smethwick
